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TABLE C-2:* BECHT13L DATA BASE ENERGY TRANSPORTATION FACILITIES

1.

2.
3.
4.
5.
6.
7.
8.
9.

Coal

10.
11.
12.
13.
14.
15.
16.

Crude Oil Pipeline

Alaskan Oil Pipeline

Oil Tanker

Oil Barges

Oil Tank Truck

Products Pipeline

Hot Oil Pipeline

Refined Products Bulk Station

Rail Line*

Mixed Train4"
Coal Unit  Train
Coal  Slurry Pipeline
Coal Slurry Preparation
Coal  Slurry Dewatering
Coal Barges
Coal Truck

Electricity

21.     230 kVac Transmission Line

22.     345 kVac Transmission Line

23.     500 kVac Transmission Line

24.     765 kVac Transmission Line

25.     400 kVac Transmission Line

26.    Electricity  Distribution -
Aerial Lines

27.    Electricity Distribution -
Underground Lines

17.    Gas Pipeline

18.    Gas Distribution Facilities

19.     Alaskan Gas  Pipeline

20.    LNG Tanker

Rail line applies to a general track of line which could be used to
transport both energy and non-energy supplies. It is not limited to
the transportation of oil.

hA mixed train  typically transports coal and  other energy resourcesrmediate Btu Gas Fired
